Transportation Advisory Committee - Town of Arlington 

Agenda 

Tuesday 3/23/04: 7:15 P.M. 

Town Hall Annex - Second Floor Conference Room 

7:15 Administration (5 min) 

a. Approval of 2/24/04 minutes (please review before meeting) 

7:20 Public Comments - (10 min) 

7:30 Symmes Development and Transportation - Elisabeth (15 min) 

7:45 Redirection of CDBG Mass RFP & status - John/Ed/Kevin (15 min) 

8:00 Downing Square - Elisabeth (15 min) 

8:15 Hutchinson - Larry (10 min) 

8:25 Right Turn on Red - David (10 min) 

8:35 Fairmont - Elisabeth (5 min) 

8:40 Crosswalk Working Group - Larry (10 min) 

a. Please review draft Cross Walk Guidelines for comments 
8:50 Rt. 60/Mass Ave. - Ed (10 min) 

9:00 Warrant Article update - Ed (10 min) 

9:10 Alternative Transportation Day - Scott/Elisabeth (10 min) 

9:20 Draft Policy for Revisiting Projects - Ed (10 min) 

9:20 Tufts University - Next Steps - A11 (5 min) 

9:25 Current Project List - Ed (5 min) 

9:30 Actions in Process/status - Ed (5 min) 

9:35 DPW Update - John (5 min) 

9:40 Planning Update - Kevin (5 min) 

9:45 Traffic Division Update - Jim (5 min) 

9:50 Adjourn 

Correspondence Received since 2/24 meeting: 

none 

Correspondence Sent since 2/24 meeting 

none 

Next Formal Meetings (all in 2nd Floor Conference Room of Annex) 

4/27/04; 

5/25/04 



